The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

OEVAL L, PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN 8IG8Y, MD 
secretary 

JOHN AUERBACH 

COMMISSIONER 



05/13/2011 


Cameron Merrill 

Assistant District Attorney, Suffolk County 
Dear ADA Merrill, 

Enclosed is the infoiination you requested in regards to Commonwealth vs.^^^^^^^^lncluded 
are copies of the following: 

L Drug Analysis Laboratory Receipt, 

2. Curriculum Vitae for Annie Dookhan & Kate Corbett 

3. Control Cards with analytical results for samples # 

4. Analysis sheets with custodial che mi st’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples 

Amiie Dooklian was the custodial chemist and perfonned the preliminary testing and net weight for 
this sample. Kate Corbett was the confirmatory chemist and analyzed the GC/MS data for this 
sample. 


If you have any questions about these materials, please call me at the number below. 



Chemist II 

Drug Analysis Lab 

•lamaica Plain, MA. 02130 

(617) 983-6631 

Amiie.Khanrajstate.ma.us 
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To be completed by ECU personnel only 

Name and Rank of Submitting Officer_ 

Received by _ 


/Ol^O 


Date_ 

ecu Control # 



BPD Form 0038-8IS-0907 (prev. 1753) 
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Curriculum Vitae 


Annie Khan (Dookhan) 

Education; 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 

Experience: 

2003 “ present 

Chemist I. II. Massachusetts Department of Public Health, Drug Analysis Laboratory 

*Compteted six-week training course conducted by senior staff within the Department of Public 
Health, Drug Analysis Laboratory. 

♦Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

♦Responsible for the identification of illicit drugs to determine violations of harmful and narcotic 
drug laws. 

♦Trained in the use of complex analytical instrumentation, microscopes and balances for the 
purpose of drug analysis. 

♦Maintenance and repairs of all analytical instruments. 

♦Responsible for the Quality Control of all analytical instruments, reagents and controls/standards. 
♦Responsible for the Quality Control/Quality Assurance pro^am for the drug lab. 

♦Notary Public. 

♦Qualified as an expert witness in Massachusetts Courts and U.S. District Court 
2001-2003 

QC Analyst L 11. UMMS-Massachusetts Biologic Laboratory, QC Material Control 

♦Completed proficiency training conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department. 

♦Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 
FDA. 

♦Writing, revising and reviewing Standard Operating Procedures (SOPs). 

♦Trained and supervised new chemists and interns for the department. 

♦Routine QC testing of products for the FDA, 

♦Trained in the use of complex analytical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects. 

♦Calibration, preventive maintenance, QC and QA of analytical instrumentation. 

♦Complete testing of chemicals for Vendor Validation Project for the FDA. 

♦Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice - Forensics Professionals, (numerous trainings) 

GLP/GMP course with Massachusetts Biologic Laboratory. 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS courses with Agilent Technologies and Restek, 

HPLC course with Waters Cooperation. 

FTIR course with Spectros. 

TOC training with MBL and Sievers. 

Association: 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAFS) 
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Curriculum Vitae 


Kate A. Corbett 
Education 

Bachelor of Science Degree, CHEMISTRY May 2003 
MERRIMACK COLLEGE 

Coursework included: Organic Chemistry, Inorganic Chemistry, Quantitative 
Analysis. Instrumental Analysis. Physical Chemistry, Physics. Calculus 


Employment 

Chemist II Stale Laboratory Institute (March 2008-Present) 

Massachusetts Department of Public Health 

Drug Analysis Laboratory 

> Responsible for the identification of substance and trafficking substances to 
determine violation of the Massachusetts drug laws 

> Responsible for the identification of pharmaceuticals to determine violation of 
the Massachusetts drug laws 

> Operate analytical instrumentation, microscopes and balances for forensic 
drug analysis 

Chemist I State Laboratory Institute (2005-March 2008) 

Massachusetts Department of Public Health 

Drug Analysis Laboratory 

> Responsible for the identification of substance to determine violation of the 
Massachusetts drug laws 

> Operate analytical instrumentation for the purpose of performing forensic 
drug analysis 

> Successfully completed an eight week training course in the analysis of drugs 
conducted by senior staff of the Department of Public Health, Drug Analysis 
Laboratory 

> Appointed an assistant analyst for the Department of Public Health. Drug 
Analysis Laboratory in 2005. 

Research Associate (September 2003 - August 2005) 

SENSOR TECHNOLOGIES, INC - Shrewsbury, MA 

> Prepared chemistries used in making sensor beads 

> Generated and examined sensors employing fluorescence spectroscopy 

> Performed protein, dye and sugar assays using UV/VIS spectrophotometry 

> Carried out titrations on ricin using fluorescence correlation spectroscopy 

> Statistical analysis of experimental data 

Intern (March 2003 - August 2003) 

MASSACHUSETTS STATE POLICE CRIME LABORATORY - Sudbury, MA 

> Assisted in the gathering of case files to fulfill the National Institute of 
Justice’s No Suspect Backlog Reduction Grant 

> Observed in the Evidence, Criminalistics, DNA, Drug, Trace, Toxicology, and 
Bomb/Arson Units 
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No. Date Analyzed: 

City: Boston D.C.U. Police Dept. 1 

Officer: P.O. Roseanne Atkins-T yler s \ 

Def: 

Amount: Subst: SUB 

No. Cont: 1 Cont: pb 

Date Rec'd; 09/24/2010 No. Analyzed: 

Gross Wt.: 86.04 Net Weight: 


Prelim:C^ 6 '^*<^’ 9 ''\*'Sor»\'<\fl_ Findings 


..Ap 






/ W 


No. Date Analyzed:, t i "^ | { () 

City: Boston D.C.U. Police Dept. '' \^\ 

Officer: P.O. Roseanne Atkins-Tyler 
Def; 


Amount: 

No. Cont: 1 Cont: pb 

Date Rec'd: 09/24/2010 
Gross Wt: 3.26 


Subst: SUB 

No. Analyzed: 

Net Weight: \ 3 
# Tests: 


Prelinn: 


Date Analyzed: 

City: Boston D.C.U. Police Dept. 

Officer: P.O. Roseanne Atkins-Tyler 
Def 


Amount: 
No. Cont; 



Cont: pb 



Subst. SUB 


Date Rec'd: 09/24/2010 
Gross Wt.: 3 31 


Prelirn: Findings: 


No. Analyzed: 


Net Weight: o-3'A 
# Tests: l , 



i 
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No. Date Analyzed; I \ — i o 

City; Boston D.C.U. Police Dept. 

Officer: P.Q. Ros eanne Atkins-Tyler 
Def; 

Amount: 1.0 Subst.TAB 

No. Cont: 1 Cont: pb 

Date Rec'd; 09/24/2010 No. Analyzed; 

Gross Wt.: 1.91 Net Weight: 

# Tests; i-F'-K- 

Prelim: Findings; T- o\ 9 \ d 6 'VN 
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PRELIMINARY TEST RESULTS 


GC/MS CONFIRMATORY TEST 




Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



agency 


No. of samples tested: 


ANALYST 

Evidence WL 


PHYSICAL DESCRIPTION: 


CA 




'•'\v 




Gross Wt { ): V ♦ ^ ^ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: 1 . \ ^ (a \ 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate (-^ ) ~^ _ 

Marcjuis Oo _ \a/~c>oi^ O 

Froehde's - _ 

Mecke’s “ 


PRELIMINARY TEST RESULTS 

RESULTS <cr\C--^CJ^t;^\JL.it.OY \y^ 
DATE ^ o ■ O 


Microcfvstalline Tests 
Gold 

Chloride_ 

TLTAX_J_ 

OTHER TESTS 
- _ 

LA ^ _ 


GCIMS CONFIRMATORY TEST 

RESULTS CV\ c*^A.fec«\ QiVa..-vcf«\j irt.^ 
MS 

OPERATOR _ 

DATE l\-Z-“\0 


Revised 7/2005 
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PRELIMINARY TEST RESULTS 
RESULTS •Vcr 

DATE vQ- LD 


GC/MS CONFIRMATORY TEST 


MS 

OPERATOR 

DATE 


\*^cnC 

X- vO 


Revised 7/2005 
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SAMPLE « I 
No. of samples tested 


PHYSICAL DESCRIPTION: 


Gross Wt { ): 


CAa^Vcv\W^ii s»v-n>» c-c;;. Gross Wt ( ): 

Pkg.Wt; 
Net Wt: 



Cobalt 

Thiocyanate 


Froehde's 

Mecke’s 


Occr\CAe —^Tv.o- 


TLTAj_J_ 

OTHER TESTS 


OO - -V- 


PRELIMINARY TEST RESULTS 
RESULTS Cyva-yvCr<v-^\A--.vfy- 
DATE VO'“2"T-to 


GC/MS CONFIRMATORY TEST 


MS 

OPERATOR _ 
DATE 




Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested; 


AGENCY 


ANALYST 
Evidence Wt 



PHYSICAL DESCRIPTION; 




CA Ci.VV.C'NjG. 




V \ V 


Gross Wt( ):_Aj_hAiO_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

NetWt: 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( “Y) ~* _ 

Marquis C::>c\aA«^ -- vaoao Lynv 

Froehde's_2^_ 

Mecke's ' 


MIcrocrvstaHIne Tests 
Gold 

Chloride_ 

TLTAj_J_ 

OTHER TESTS 

’•S' — _ 

OlO _ 


PRELIMINARY TEST RESULTS 
RESULTS 

DATE \0 on- tQ 


GC/MS CONFIRMATORY TEST 


RESULTS ^ ^ 


MS 

OPERATOR 


K^VC. 


DATE 




Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 


AGENCY 


ANALYST 
Evidence Wt 





PHYSICAL DESCRIPTION: 

Co '^VV.OvjO CO <r\c'^ -\cO»k\4„'V- 

V. 



Gross Wt( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: U O t ^ ^ 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's _ 


Mlcrocrvstalllne Tests 
Gold 

Chloride___ 

TLTAX_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS c a &crw. 

date to- -X 1~ to 


GC/MS CONFIRMATORY TEST 
RESULTS (_Lo<NCvTja- otf>cv\ 
MS 

OPERATOR_ [CJ>^ 

DATE_\\~ L.--tQ 


Revised 7/2005 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 2 


POISINDEX® Product List 
Clonazepam 


Regulatory-Status: Schedule !V 

Ingredients 

Active-Ingredient: Cionazepam - 0.5 MG 
Excipients: 


Lactose <Monohydrate) 

Magnesium Stearate 
Cellulose, Microcrystalline 
Povidone 
Water, Purified 
Starch, Com 

D&C Yellow Ho. 10 Aluminum Lake 


Availability & Manufacturing 

Availability: United States 


Available-Container- 

Sizes: 


Bottle of 1000; Bottle of 100; Strip of 100; Bottle of 500; inner Pack 


AAPCC Code; 
Registry Numbers: 

Physical Description 
Imprint: 
Form: 
Color: 
Shape: 


Contact: leva Pharmaceuticals 
Product ID; 5576521 

007000 - Benzodiazepines 


NDC 00093-0832-93 
NDC 00093-0832-19 


93 - 832 - This tablet is debossed with 93 - 832 on the unscored side. 

Oral Tablet 

Yellow 

Circle 


Images for NDC 00093-0832-19 





http://www.thomsonliic.com/hcs/librarian/PFDefaiiltActionId/pf.PrintReady 5/13/2011 
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MICROMEDEX® Heallhcare Series : POISTNDEX® Document 


Page 2 of2 


Images for NDC 00093-0832-19 



© 1974- 2011 Thomson Reuters. All rights reserved. 


http://ww\v.thoinsonhc.coni/hcs/librarian/PFDefaultActionId/pf.PiintReady 5/13/2011 

Folk OIG PRR 048939 




DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested; 


AGENCY 


ANALYST 

Evidence Wt 




PHYSICAL DESCRIPTION: 

Gross Wt ( ): 


Gross Wt { ): 

Pkg. Wt: 


Net Wt: 1 S "B 2-=^ 


PRELIMINARY TESTS 


Spot Tests 

Microcrvstalllne Tests 

Cobalt 

Gold 

Thiocyanate ( ) 

Chloride 

Marquis 

TLTA ( ) 

Froehde's 

OTHER TESTS 

Mecke’s 


fACA-c>CVL-C_c^-~>C fV-t 


PRELIMINARY TEST RESULTS 
RESULTS eu^v.A.4Lv 
DATE C> 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR _ 

DATE 


Revised 7/2005 
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MICROMEDEX(g) Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 

Cialis 

Regulatory-Status: RX 

Ingredients 

Active-ingredlont: Tadatafil - 20 MG 

Excipients: Sodium Lauryl Sulfate 
Talc 

Titanium Dioxide 
Trlacetin 

Cfoscarmellose Sodium 
Hydroxypropyl Cellulose 
Hypromellose 
Iron Oxide 

Lactose (Monohydrate) 

Magnesium Stearate 
Cellulose, Microcrystalline 

Availability & Manufacturing 

Availability: United States 
Avallable-Contalner-SIze: Bottle of 30 
Contact: Eli Lilly 
Product ID: 6499164 

AAPCC Code: 777774 - Other Types of Vasodilator 
Registry Number: NOC 0002-4464-30 
Physical Description 

imprint; C 20 
Form: Oral Tablet 
Color: Yellow 
Shape: T eardrop-shape 


© 1974- 2011 Thomson Reuters. All rights reserved. 


http://www,thomsonhc.com/hcs/librarian/PFDefaiiltActionId/pf.PrintReady 5/13/2011 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested; 


AGENCY %Q 


ANALYST 
Evidence Wt 





PHYSICAL DESCRIPTION: 

CO r\ CV 



Gross Wt ( ):_ 

Gross Wt { ):_ 

Pkg. Wt:_ 

NetWt: o .^^234 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Microcrvstalllne Tests 
Gold 

Chloride_ 

TLTAj_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS C cVo<Ae . 

DATE 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR_ 

DATE 


Revised 7/2005 
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PRELIMINARY TEST RESULTS 



DATE IO - ^ T- \ O 

A I-V-VT? 


GC/MS CONFIRMATORY TEST 

RESULTS__ 

MS 

OPERATOR_ 

DATE_ 

Revised 7/2005 
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MICROMEDEX® Heallhcare Series : POISINDEX® Document 


Page 1 of I 


POISINDEX® Product List 
Viagra 

Regulatory-Status: RX 

Ingredients 

Active-Ingredient: Sildenafil Citrate -100 MG 

Excipients: Titanium Dioxide 
Lactose 
Triacetin 

FD&C Blue No. 2 (LAKE) 

microcrystalline cellulose 

dibasic calcium phosphate (ANHYDROUS) 

Croscarmellose Sodium 

Magnesium Stearate 

hydroxypropyl methylceltulose 

Availability & Manufacturing 

Availability: United States 

Available-Container-Size: Bottle of 30 

Contact: Pfizer 

Product ID: 5685114 

AAPCC Code: 777774 - Other Types of Vasodilator 
Registry Number: NDC 00069-4220 
Physical Description 

Imprint: Vgr; 100; Pfizer 
Form; coaled tablet 
Color: blue 

Shape: Diamond; rounded 

© 1974- 2011 Thomson Reuters. All rights reserved. 


http://\vww.thomsonhc,com/hcs/librarian/PFDefaultActionid/pf.PrintReady 5/13/2011 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# AGENCY 

No. of samples tested:_ 


ANALYST 
Evidence WL 




PHYSICAL DESCRIPTION: 


'X cor\6^ 


V 



Gross Wt ( ):_ 

Gross Wt { ):__ 

Pkg. Wt:_ 

Net Wt: Q. M O'"! 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Th iocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke’s 


MIcrocrvstalllne Tests 
Gold 

Chloride_ 

TLTAX_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS 

DATE O 


GC/MS CONFIRMATORY TEST 
RESULTS_ 


MS 

OPERATOR _ 
DATE 


rcFvC 




Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 




ANALYST 
Evidence WL 





PHYSICAL DESCRIPTION: 


V oCiVvvve. 


CO'-TNCV 





Gross Wt( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

NetWt: Q-VT-SX 


PRELtlVItNARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Mfcrocrvstaillne Tests 
Gold 

Chloride_ 

TLTAX_J_ 

OTHER TESTS 

CVla 


PRELIMINARY TEST RESULTS 
RESULTS 

date lO-71wt-D 
V-tc? 


GC/MS CONFIRMATORY TEST 
RESULTS_ 

MS 

OPERATOR_ 

DATE 


Revised 7/2005 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 


Zolpidem Tartrate 


Regulatory-Status; Schedule IV 

ingredients 

Active-Ingredient: Zolpidem Tartrate -10 MG 

Excipients: Polyethylene Glycol 
Polysorbate 80 
Sodium Starch Glycolale 
Titanium Dioxide 
Hypromelfose 
Lactose (Monohydrale) 

IVIagnesium Stearate 
Cellulose, Micfocryslalline 

Availability & Manufacturing 

Availability: United States 

Available-Container-Size: Bottle of 100 

Contact: Teva Pharmaceuticals 

Product ID: 7081930 

AAPCC Code: 077941 - Other Types of Sedative/Hypnolic/Antl-Anxiety or Anti-Psychotic Drug 
Registry Number; NDC 00093-0074-01 
Physical Description 

imprints: TEVA - The tablet Is debossed with either 93 or TEVA on one side and 74 on the other 
side. 

74 

Ait Imprint: 93 - The tablet is debossed with either 93 or TEVA on one side and 74 on the other 
side. 

Form: Oral Tablet 
Color: White to Off-White 
Shape: Circle 


© 1974- 2011 Thomson Reuters. All rights reserved. 


http://www.thomsonhcxom/hcs/librarian/PFDefaultActioii[d/pf.PrintReady 5/13/2011 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_28_10\751304.D 
ASD 

28 Oct 2010 7:57 

BLANK 

1 

SPEED 

RTE 


Abundance 
1500o|: 


100001 


TIC: rSTSW.D' 




. I I 




j/Mr" 


h'Vi"''' 




50001 


hme->, °'2.bo a.feo"” ibo' o.feb ' 4.00 4.5o' s.bo’ 5.bo 6 . 00 ’ 6 . 56 ' 7.bo’ 7.60’ s.bb' abo g.bo 9.5o 10:00 ibiso 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


751304.D Thu May 12 16:04:11 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_28_10\751305,D 
ASD 

28 Oct 2010 8:11 

METHAMPHETAMINE STD 

5 

SPEED 

RTE 


ISbun'dance 


15 


Tr(J;751305.D‘ 


1500000; 

1000000I 

i 

500000i 


hme-> °* 2 . 0 o' 2.hb’ 3.00 3.5o’ ’4.00 4.50 ioo’ ifeo' 'o.bo' abo' foo 7.b”ab6' 8.56' 'abb' ‘ 9 . 56 ’ ’ib!od Vo '50 


Ret. Time 

Area 

Area % 

Ratio % 

4.146 

1982988 

100.00 

100.00 


751305.D Thu May 12 16:04:15 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-2010\SYSTEM4\10 28 10\751305.D 

Operator 

ASD 

Date Acquired 

28 Oct 2010 8:11 

Sample Name 
Submitted by 

METHAMPHETAMINE STD 

Vial Number 

5 

AcquisitionMeth 

SPEED 

Integrator 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


4.15 C:\DATABASE\NIST98.L 

Benzeneethanamine, N,.alpha.-dimeth 000051-57-0 83 
Methamphetamine Hydrochloride 000537-46-2 83 
Benzeneethanamine, N,.alpha.-dimeth 007632-10-2 83 


Abundance 


80 i 


Average of 4,T2y to 4.207 min.:75130'5^^D (-) 
58 


601 


40] 


20 


30 


42 


17 25 i 36 : . 


47 


51 


65 


91 


•'rii-/-trT-[ ! 1 I ; r V tr-j-rr':; i ij T 


77 


82 


97 103 110 115 120 127 1431^18 


^/z-> 10 15 2b 25 30 _35 40 4^5 50 55 60 65 70 75 80 8'5 90 95 100 105 1 io 115 120 125 130 135 140 145 1$0 

Abundance 


80 ^ 


60! 


12095rBenzeneethanarnine, N'.^alpha.-dimeTfiyl-, hydrochlori 
58 


40 : 


20 ] 


0 ‘ 


42 


51 


65 


91 


70 78 


102 


117 


134 


149 


hi/z-> 10 15 20 25 30 35 40 46 50 65 60 65 70 75 80 85 90 05 lOo 105 110 115 120 125 130 135 140 l46 150 j 


751305.D 


Thu May 12 16:04:16 2011 


Page 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_28_10\751306.D 

ASD 

28 Oct 2010 8:27 

BLANK 

1 

SPEED 

RTE 


Abundance 


TIC: 7?r306.D’ 


i( 

15000i\ 


10000: \ 










5000 


0 


[nme-> 2.00 2.50 3.00 3.50 4.00 4.60 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 10 00 10.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


751306.D Thu May 12 16:04:18 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F: 

\Q4-2010\SYSTEM4\10 28 10\751307.D 

Operator 

ASD 

Date Acquired 

28 

Oct 2010 8:41 

Sample Name 

AMPHETAMINE STD 

Submitted by 
Vial Number 


7 

AcquisitionMeth 

SPEED 

Integrator 

RTE 

Abundance 

1400000 

—..-. 

3 

. l\C:75Tm7:U .. ■ i 

77 \ 

1200000 




1000000 



\ 

800000 




600000 




400000 




200000 




kim8"> 



i. 

2,66 2.66 3.66 

3.50 

" 4 . 66 ' 4 . 56 ' ’ 5 , 06 ' 5 . 56 ’ 6 . 66 ' 6.56 ' 7.60 ' 7.66 8.60 8.56 9.66' ' 9 . 50 ' io!66 10:56 ' 1 


Ret. Time 

Area 

Area % 

Ratio % 

3.767 

1576313 

100.00 

100.00 


751307.D Thu May 12 16:04:22 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q4-2010\SYSTEM4\10_28_10\751307.D 
ASD 

28 Oct 2010 8:41 

AMPHETAMINE STD 

7 

SPEED 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 90 



C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 

Minimum Quality; 90 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

3.77 

C:\DATABASE\NIST98.L 




Benzeneethanamine, .alpha. 

-methyl- 000060-15-1 83 



Dext roamphetamine 

000051-64-9 83 



Amphetamine 

000300-62-9 83 


ABundance 


80] 


4,4 


Average of 3:74Blo3Vg?6mln,;75Tro7;D (-) 


60! 


40 i 


I 


20 i 


27 33 


65 


55 69 I 69 ^ 81 86 , 


m/2^ 
^undan^ 


14 18 

lb ' i^'ab 25 40 4'5 'so ss eb e's^’o 75 eO 75 bo 95 ibo' 1*7 110 lis 120 i 25 _i 3 o i35 


98 103io7111D5 120 -|28 W 


44 


^HOB'SSrBerizeneelhanamine, .alpha.-methyl- 


80! 


60i 


40! 


20: 


m!z-> 


0 ;.., 


51 58 


65 


91 

V 8;^87 I, 


103 


115 120 130134 


10 


lb 2'b 25 30 35 40 45 50 55 60 65 70 75 80 65 90 95 lOO l65 110 115 120 1^5 130 135 


751307.D 


Thu May 12 16:04:22 2011 


Paqe 2 


Folk_OIG_PRR_048953 













Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\Q4-2010\SYSTEM4\10 28 

10\751308 .D 


Operator 

ASD 



Date Acquired 

28 Oct 2010 8:56 



Sample Name 

BLANK 



Submitted by 

ASD 



Vial Number 

1 



AcquisitionMeth 

SPEED 



Integrator 

RTE 



Abundance 

: i, 

. ^\c:y5mm 

. 


15000] 

I i\ 




i ; “j- 

lOOOOi •'<( 

j 




y 



5000- 





j Oi-. ; .: : : 

, .. , , ............. . _ . .. --.-T-: 


, ... . i : . j -- . 

, . ; .. . . ......... : . , . , . . ... , : 

Iime-> 2.00 2.60 3.00 

3.50 4.00 4.50 5.00 

5.50 6,bo 6.50 7.00 

7.50 8,00 

8.60 9.00 9.b0_ 10.00J 0.50 j 

Ret. Time 

Ar-ea 

Area % 

Ratio 

% 


***N0 INTEGRATED PEAKS*** 


751308.D 


Thu May 12 16:04:26 2011 


Page 1 


Folk_OIG_PRR 048954 












Area Percent / Library Search Report 


Information from Data 

File: 

File Name 

F:\Q4-2010\SYSTEM4\10 28 10\751309.D 

Operator 

ASD 


Date Acquired 

28 Oct 2010 9:11 

Sample Name 


Submitted by 

ASD 


Vial Number 

9 


AcquisitionMeth 

SPEED 

Integrator 

RTE 


Abundance 


TfU:75130mJ 

i 30000001 

4 

15 

I 

: 2500000 



2000000! 


! 

1600000j 


I 

I 1 000000 ^ 



i 500000; 

I 

i Q’ 

1 


|rime:-> 2^ 2.50 3i)0 

J150' 4^0 

4.50 5.6o ^50 6.00 6.50 foo' 7.50 8.00 8.feo 9.0o' 9.50 'lb!oO 'las'o' 

Ret. Time 


Area Area % Ratio % 

4.150 


3301627 100.00 100.00 


751309.D Thu May 12 16:04:29 2011 Page 1 


Folk_OIG_PRR 048955 













Area Percent / Library Search Report 


Information from Data File: 

File Name ; F:\Q4-2010\SYSTEM4\10_28_10\751309.D 

Operator : ASD 

Date Acquired : 2^0ct2010 9:11 

Sample Name : 

Submitted by : ASD 

Vial Number : 9 

AcquisitionMeth: SPEED 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


4.15 C:\DATABASE\NIST98.L 

Benzeneethanamine, N,.alpha.-dimeth 007632-10-2 90 
Methamphefamine Hydrochloride 000537-46-2 83 
Benzeneethanamine, dimethyl- 029088-49-1 83 


ABimaance . AverapYr4:i27 iolTTZmin.: 

\ 80; ^ 

! ^ I 

I 60- 

! 40i i 


: 91 

i, : T 71 84 ; 98 104 115^21127'^^4 142I48 202 

40 50 eb 7'o' b'o 9b 160 i-io 1^0 ibo 140 150 ibo 170' 180 ibb 200 

Abundance. ^IBS'O^^er^eneelfiar^^ N,.arpf>a.-dimethyl- 

58 



80; 

60 i 
40 i 

I 




91 



65 


98 105 115;|2i I28|f‘* 


; .71 83 


148 

6 b zb 80/ 

gb ' 

'100^^^ 120' 'ibo i4o 

150 160 170 180 T9O 200 


751309.D Thu May 12 16:04:30 2011 


Page 2 


Folk DIG PRR 048956 

















Area Percent / Library Search Report 


Information fror 
File Name 
Operator 

Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 

a Data File; 

F;\Q4-2010\SYSTEM4\10 28 10\751310.D 

ASD 

28 Oct 2010 9:25 

BLANK 

ASD 

1 

SPEED 

RTE 

Abundance 

TlC:7513Tiro 

-14000! 


; 12000;'. 

1 ; 1 


: 10000; 


8000i , 



J [ 

6000; 

\ 

1 4000; 


2000 j 

i 

i, 0l . .-- . r- . 

|Time-> 2.00 J.50 _3.00 

3.50 4.00’ 4.5o 5.00 5.O0 6.06 6.50 7.00 7.M 8.bo 8.50 9.00 9.56’ lO.OO lb:50 ’ ' 

Ret. Time 

Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


751310.D 


Thu May 12 16:04:33 2011 


Page 1 


Folk_OIG_PRR_048957 












Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q4-2010\SYSTEM4\10_28__10\751311 .D 
ASD 

28 Oct 2010 9:40 


ASD 

11 

SPEED 

RTE 


'Abundance 
; 4000000; 

i 3000000I 

I 20000001 


4j15 


“TIC;75T31 i:tJ 


i 1000000) 

i I II I 

hme-> ibo' iko U.bo'Xso '5.00' 5.56' 6. & o~6^ '/.bo' ‘/io '8.00 " 8 .^ 6 ' abb io!do ib!so"^' I 


Ret. Time 

Area 

Area % 

Ratio % 

4.155 

5935491 

100.00 

100.00 


751311.D Thu May 12 16:04:36 2011 


Page 1 


Folk_OIG_PRR_048958 















Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

F:\Q4-2010\SYSTEM4\10 

ASD 

28 Oct 2010 9:40 


ASD 
11 

SPEED 

RTE 


28 10\751311.D 


Search Libraries; C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


4.15 C;\DATABASE\NIST98.L 

Benzeneethanamine, N,.alpha.-dimeth 007632-10-2 90 
Methamphetamine Hydrochloride 000537-46-2 83 
Phentermine 000122-09-8 83 


l^un dance 


Ave rage or4. 12B" l6 4 .17 .: TBTS1 1 . 0~ (-) 

58 


80i 


60^ 


40 


; 20i ; 

; i I 91 

; 30 42 54 ! 

J5..^37i.^ ._....^. ...l-..,,. 

'l0 15 2b"^' 30 ¥5 40’ 45’"^5b' 55 6^ 65' 9^ §5^00 105 110 115 120 1^5 130^^5 140 145 160' 


70 83 


95 104109 117 ^27 143 148 


iAbundance 


80! 


601 


40! 


20 i 


¥TT29W:^enzeneei5anamIne;i^,alp5a'^jm'e^^ 


30 


42 


51 


91 


:Ii 71 77 83 


I I • ■ ■ ’ SJtvf 97 105 111 117 

i l-T-vT-!-: I ■ ! i I . H-lyHH'i (rrrvi 1+1 1 4-.-Vi ^ = r l-fiT-r-t-: i 1 


134 


149 


m/ 2 -> 10 15 20 25 30 35 40 45 50 55 60 65 70 75 80 85 90 95 100 105110115120 125 130 135140145150 


751311 .D 


Thu May 12 16:04:36 2011 


Page 2 


Folk_OIG_PRR_048959 



























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM4\10_28__10\751312 .D 
ASD 

28 Oct 2010 9:55 

BLANK 
ASD 
1 

SPEED 

RTE 


lAbundance 

140005 

I 12000!; 


Trc”: 7513T2:D 


i V. 


10000; H) 
8000' 
6000 j 
4000: 
2000: 


■'i'fWiji hy. , i 






0 : , 


|Time-> ZOO 2.b^" 3.66 3.6o 4.66 4.60 6.60 '5.50 aOO 6.50 7.6o 7^0 8.00 afeo 9.bo’ 9.50 10:d0 10^50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


751312.D 


Thu May 12 16:04:39 2011 


Page 1 


Folk_OIG_PRR 048960 













Area Percent / Library Search Report 


Information from Data File: 

Pile Name : F:\Q4-2010\SYSTEM4\10_28_10\751313.D 

Operator : ASD 

Date Acquired : 28 Oct 2010 10:09 

Sample Name : 

Submitted by : ASD 
Vial Number : 13 

AcquisitionMeth; SPEED 
Integrator : RTE 


Abundance.. .TfCiVSilPran... 

4j16 

I 4000000! j 

: 3000000i I 

! ! j 

; : i 

: 20000001 

I ;• 

! 1000000i i 

|Time--> _2.0O 2.^0' '31)0 ‘ ' '4.^' 4.^0' S.Oo' 6.60'"aSO' ! 7.00 J.50' ! 8.t)p' ' S.^tl^bcT olbo loloo I'olsO 


Ret. Time Area Area % Ratio % 


4.160 6090668 100.00 100.00 


751313.D Thu May 12 16:04:42 2011 Page 1 


Folk_OIG_PRR 048961 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_28_10\751313.D 

ASD 

28 Oct 2010 10:09 


ASD 

13 

SPEED 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


1 4.16 C:\DATABASE\NIST98.L 

Benzeneethanamine, N,.alpha.-dimeth 007632-10-2 90 
Phentermine 000122-09-8 83 
Methamphetamine Hydrochloride 000537-46-2 83 


lAbundance 

! f 

[ ^ 

! 8ol 

60 l 

^ 40 ! 


Weme (-) 

58 


20 ^ 


14 




30 


36 


47 


65 


91 


70 


77 


84 


97 103108 127 


134 


143148 


10 15 20 25 30 35 40 45 50 65 60 65 70 75 80 65 90 95 


1 io Vis 12 o 725 l'io 1^5 140 145 150 165 ! 


Abundance 


lff 86 " 05 : 8 en^eri 8 ^]^namine 7 N,.a!pfia^^^ 
58 


80 i 


601 


401 


201 


30 


15 


37 | 


42 


51 


91 


65 


70 


77 


82 


98 


105 110 120 

■j : l i h-T 


128 


134 


143 


m/ 2 -> 10 15 20 25 30 35 40 46 50 55 sb 65 70 75 80 85 90 95 100 105 110 115 l 20 125 130 135 140 145 lbO 155 i 


751313.D Thu May 12 16:04:42 2011 


Page 2 


Folk_OIG_PRR_048962 


















Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 

Sample Name : 

Submitted by 
Vial Number : 

AcquisitionMeth; 
Integrator : 


Data File: 

F: \Q4-2 010\SYSTEM4\10__28__10\751314 .D 
ASD 

28 Oct 2010 10:24 

BLANK 
ASD 
1 

SPEED 

RTE 


^bundance 


■TIC;T5T3-14:D' 


15000 it 


10000 


f 


' 'k 












5000. 


frime--> 2.b6 2,50 3.00 3.b 4.b0_4.50 's^o’ 5.50 6.00 6.50' 7.00 "l.b 8,6o 8.50 abo’ 9.50 lb!00 ’l0:50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


751314.D 


Thu May 12 16:04:45 2011 


Page 1 


Folk_OIG_PRR_048963 

















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\10_28_10\751315.D 

ASD 

28 Oct 2010 10:39 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


ASD 

15 

SPEED 

RTE 


jAbundance 

: 4000000 

i 

I 

i 3000000 

2000000 


‘TrC:75T3"15.0 


4j15 

i 

i 


! 1000000 ' 
i ] 


OV-T-r 


h-ime-> 2.00 2.S0 3.00 3.60 4.00 4.fe0 5.00 5.50 6,00 6.50 7.00 7.50 6.00 8.50 9.00 9.50 10.00 10.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.154 

5788581 

100.00 

100.00 


751315.D 


Thu May 12 16:04:48 2011 


Page 1 


Folk OIG PRR 048964 










Area Percent / Ijibrary Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_28_10\751315.D 

ASD 

28 Oct 2010 10:39 


ASD 

15 

SPEED 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum Quality 

: 90 



C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 

: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

4.15 

C;\DATABASE\NIST98.L 





Benzeneethanamine, N,.alpha.-dimeth 007632-10-2 

90 



Methamphetamine Hydrochloride 

000537-46-2 

83 



Phentermine 

000122-09-8 

83 

AbunSance 

. -. 

Average of 4,1^61o 4,T77min,: y5T315.D~(T 
58 




80i 


60: 


40; 


20j 

0:,.T 


14 


30 42 5-1 

26 . i 36 i .1 46 ^ 


65 


91 


70 82 


97 103108 


117 


127 ’’3'* 141 148 


Wz-> iO is ^6 2^ 3*0 3F"4'6' 4'5 sb '^5 ^6 65 70 75 ^ 85 90 9^ 100 105 110 DS liO 125'lbb I'is l40 14^ 
i^ibundahce' 


l118805rBen2eneett>anamine.'Rr'Hpt1a,-dlmShyl- 

58 


80] 

i 

601 

j 

40| 

20 

o; 


91 


15 


30 42 

37 


51 


65 


70 


77 


82 


98 105110^^^120 128 


134 


143 148 


fO 15 20 ^* 30 35 40' 45 50 55 60 65 70 75^ s’o 85 9^' 95 100 105 1 Vo 1 ^5 120 1^5 
751315,D Thu May 12 16:04:49 2011 Page 2 


Folk_OIG PRR 048965 











Area Percent / Library Search Report 


Information fi^om Data File: 


File Name 

P:\Q4-2010\SYSTEM4\10 28 10\751316.D 


Operator 

ASD 


Date Acquired 

28 Oct 2010 10:53 


Sample Name 

BLANK 


Submitted by 

ASD 


Vial Nunnber 

1 


AcquisitionMeth 

SPEED 


Integrator 

RTE 


Abundance 

.-. 

TrC:75T3i6^:iT. 

. 

14000 

: 12000 

1 10000 

! 

8000 

j 6000 

1. 

!■ 

... 1 ' * 


1 4000 




' 2000 




! 0 
Time-> 

2.i)0 2.50 3.00 

3 .h6 4.00 4 io 5,00 ' sio 6.5o 6 .ko 7.5 o 7.50 a.'OO 8.50 "9.00 9.50 

1 

1(700 lo'so’ 1 

Ret. Time 

Area Area % Ratio % 



***N0 INTEGRATED PEAKS*** 


751316.D Thu May 12 16:04:51 2011 


Page 1 


Folk DIG PRR 048966 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4 ~2 010\SYSTEIV14\10_28_10\751317 .D 
ASD 

28 Oct 2010 11:08 


ASD 

17 

SPEED 

RTE 


Abundarios 
i 4000000; 

I 3000000 

I : 

I 

I 2000000; 

i ^ 


j 1000000; 

j I 

i i 


h'ime-> 2.00 2.50 3,00 

3.50 4.00 4.60 5.00' 

5.W 6.6 o 6.60 

7.00 ffeo aoo 8.50 9.00 ^60 1o!o0 10.50 i 

Ret. Time 

Area 

Area % 

Ratio % 

4.155 

4882765 

100.00 

100.00 


4;15 


TfU:7513fm 


751317,D 


Thu May 12 16:04:54 2011 


Page 1 














Area Percent / Library Search Report 


Information from Data File: 

Pile Name : F:\Q4-2010\SYSTEM4\10_28_10\751317.D 

Operator : ASD 

Date Acquired : 2^0c^2010 11:08 

Sample Name : 

Submitted by : ASp 
Vial Number : 17 

AcquisitionMeth: SPEED 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID 


4.15 C:\DATABASE\NIST98.L 

Benzeneethanamine, N,.alpha.-dimeth 007632-10-2 90 
Benzeneethanamine, N,.alpha.-dimeth 007632-10-2 90 
Methamphetamine Hydrochloride 000537-46-2 83 


Abund^ce .. Averap dR:T27Td4;T77m 

: ; sp 

801 

60i 

40; 

20j 

: 30 42 

.r, . 

2b 40 


Abundance 


80; 

i 

60; 


40. 


91 

V j 105115 134 ^40 

80’ 100 ’ 120 140 ’ ibcT 1^0 2b0 220 ’ 240 2b0 280 300 320 


751317.D Thu May 12 16:04:54 2011 Page 2 


i 15 '‘2 i ' 

! oh ? S. iii 

b/z-> 20 4b eb 


91 

77 104 115 134 148 

6b 8b 2^lto 120 140 160 180 200 220 240 ^0 280 300 ' 320 

#18805': Benzeneel[>anamine, N..al^a'^irnelFiyl- 

58 

! 


CAS# Qual 


Folk OIG PRR 048968 














Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_28_10\751318.D 

ASD 

28 Oct 2010 11:22 

BLANK 

ASD 

1 

SPEED 

RTE 



I 4000: 

I 2000! 

n-jme-> 2.bo 2.bo 3.00 3.50 4.00 4.bo 5.00' o.bo 6,00 6.50' 7.00 7.50 aoo aSq 9.00 9.50 iaoo 10:50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


751318.D 


Thu May 12 16:04:57 2011 


Page 1 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_28_10\751319.D 

ASD 

28 Oct 201 0 11:37 

19 

SPEED 

RTE 


^bundance TtC:75i319.0 

j 4000000: 

III ] 

I 3000000j 

1 I -I I 

' I il i 

; • !' I 

20000001 ; 

I 1 000000i i 


hme-> °^2.bo' iio 3.66 sio '4.bo'"4i6' 'sib' 5.5q' 'aop' 's.So' fbo' 'T.so'^s.bo' e.bV 'o.bo' abo joibb rnOT. 


Ret. Time 

Area 

Area % 

Ratio % 

4,157 

5121587 

100.00 

100.00 


751319.D 


Thu May 12 16:05:01 2011 


Page 1 


Folk_OIG_PRR_048970 






Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\10_28_10\751319.D 

Operator : ASD 

Date Acquired : 28Oct2010 11:37 

Sample Name : 

Submitted by : ASD 
Vial Number : 19 

AcquisitionMeth: SPEED 
Integrator : RTE 


Search Libraries: C;\DATABASE\SLI.L Minimum Quality; 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality; 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 4.16 C:\DATABASE\NIST98.L 

Benzeneethanamine, N,.alpha.-dimeth 007632-10-2 90 
Benzeneethanamine, N,.alpha.-dimeth 007632-10-2 90 
Methamphetamine Hydrochloride 000537-46-2 83 


?^5uridance 

! 8o; 


AveT^of 4.WfdT;i74 miinr:7513ig^^ 


i 20: ^ 

j 91 I 

13 25 ^^ ■ 37 ,^}. ^ . 70 V 82 , i 97 104 no '’''^122127 ^^4 143 148163 ! 

:m/z--> JO 15 20 25 35 35 40 45 50 55 60_65 70 75 80 85_90 95 10^l051jOh5j|O 1251^135 140145^1^^^^ ' 

Abundance .l?T8^805rSenzeneelhanarnihe;N,'afpha.-d 

i ! ? ! 

' 80i ^ j 


; 601 i 

! : ^ 

■I ■ ! 

■: «i I 

i “i i 91 

\ \ 30 42 ' 65 

qJ_ .15 ^ ^.;.: ^ .37! j j I , _;, 70 J>2 .^ i_98 ^ 105 110//51^^ 128 J43 14^ 

:m/z-> it 15'20_'25 30 35''4b 45 50 55'^0 65 70 75 80 's's 95 9^8 1001^ 


751319.D 


Thu May 12 16:05:01 2011 


Page 2 





























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\10_28_10\751320.D 

ASD 

28 Oct 2010 11:52 

BLANK 
ASD 
1 

SPEED 

RTE 


Abundance 


TKr:75TmD 


12000 ? 

'I 

100001 

80001 K, 

\ ' 

6000 : 


4000; 
2000 i 


, * i 


iTime-> ° ibo 2.^0 3.00 ioo ' 4.66 4.^0 5.00 6.50 6.00 6.50 7.00 7.6o 8.00 8.50 9.66 9.50 10!00 10!50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


751320.D Thu May 12 16:05:04 2011 


Page 1 


Folk_OIG_PRR 048972 












Area Percent / Library Search Report 


Information from 
File Name : 

Operator ; 

Date Acquired 
Sample Name : 

Submitted by : 

Vial Number 
AcquisitionMeth: 

Integrator : 

Abundance TIC: 151321.0 

’ 3000000] 3|77 

: i I 

: 2500000! : 

I i I 

i 2000000! \ 

\ \ i 

'• 1500000! 

! ; i 

: ! i: 

1000000 i i: 


500000! 


h‘ime--> 2.00 2.50 

ibo 3.50 ' 4 . 0 ^ 4.50 6.bb' 

abb' 

7.bb 7.bo' abb' "abb' abo abb lo.'bo ib^o i 

Ret. Time 

Area Area 

% 

Ratio % 

3.771 

3723028 100. 

00 

100.00 


751321.D Thu May 12 16:05:07 2011 Page 1 


Data File: 

F:\Q4-2010\SYSTEM4\10_28_10\751321.D 

ASD 

28 Oct 201 0 12:06 

21 

SPEED 

RTE 


Folk_OIG PRR 048973 










Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SySTEM4\10_28_10\751321.D 

Operator : ASD 

Date Acquired ; ^^^Oct2010 12:06 

Sample Name : 

Submitted by : ASD 

Vial Number : 21 

AcquisitionMeth; SPEED 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 3.77 C:\DATABASE\NIST98.L 


Benzeneethanamine, 

.alpha. 

-methyl- 

000060-15- 

-1 

90 

Benzeneethanamine, 

.alpha. 

-methyl- 

000060-15- 

-1 

83 

Amphetamine 



000300-62- 

-9 

83 


Abundance ” “ ..Average of 3'.74ffto^:555min.: 

! ^ 


so\ 


60 


40! 


91 

65 I ; 

58 J 72 ^1 B 3 J 97 128 134 152 178 | 

jsb’ ' 70 sb 'jb' ^^100 ’ i^O ' l|o ' ' 130 140 160 J60 170 ’ lbo I 

i^bundance ““ #ff060: ¥enzerieeiHana'm 

: J ^ I 


60 


40 i 


II I 65 : 

! 30 3? ,J, 5'’ ,59 .] 77 | 103 ^ 120 .,34 

m/ 2 -> io ’ 20 ' 30 40 ’50 ' eb ' Vo ' bti so' iob iio' i2o ' 130 i4o iso ' 160 i70 iso 



751321.D Thu May 12 16:05:08 2011 
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Folk DIG PRR 048974 



















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM4\10_28__10\751322 .D 
ASD 

28 Oct 2010 12:21 

BLANK 
ASD 
1 

SPEED 

RTE 


l^undance 


Trc; rmn.a 


12000 ;= 

\i 
! \ 




100001 j 

: \ 


6000! 

4000: 

i 

2000! 


frinie-> °'2.i)0""2.k0 3.00 3.50 '4.00 4.^0'~5.b6 5.bo 6.00 's.bb' 7.00’ 7.50 8.00 S^OO 9.00 9.50 lo'o'o lo'so 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


751322.D Thu May 12 16:05:10 2011 
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Folk_OIG_PRR 048975 










Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2--2010\SYSTEM6\06_23_10\726816.D 

ASD 

23 Jun 2010 10:41 

BLANK 

1 

DRUGS 

RTF 



Jime-> _ 2.b0^ 2.b6 3.00 4.0O 5.06 ^ 6.bo^ 6.feo 7.bo 7,bo 8.00 8.^0 O.OO ' 9.50 


Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


726816.D 


Thu May 12 16:05:53 2011 
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Folk_OIG_PRR_048976 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q2-2010\SYSTEM6\06 23 10\726817.D 

Operator 

ASD 



Date Acquired 

23 Jun 2010 

10:54 

Sample Name 
Submitted by 

COCAINE 

STD 


Vial Number 

17 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 




Abundance 

4 

37 

TIC:726817:D 

1500000 




! lOOOOOoi 




1 

500000i 

1 

oi -..-... 



! 

" zoo zbo 3.bo 

3.60 ’ 4.00 4.bo 

5.66'' 5.bo'' 6 . 66 ' 6.66 ’ 7,60 ' 7 . 60 '' 6 . 60 '' 8.60 ' 9.60 9 I 0 ’ 1 

Ret. Time 

Area 

Area % Ratio % 

4.368 

1625134 

100.00 100.00 


726817.D Thu May 12 16:05:59 2011 Page 1 


Folk OIG PRR 048977 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\SYSTEM6\06_23_10\726817.D 

Operator : ASD 

Date Acquired : 23 Jun 2010 10:54 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 17 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 4.37 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 






























Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\06_23_10\726818.D 

ASD 

23 Jun 2010 11;06 

BLANK 

1 

DRUGS 

RTE 


j^buncJance TRJ: 7268f5X> 



hme-> 2.00 2.50 3.5 o ' 3.50 ^do 4.50 5^0 5.5o 6.00 6.5o 7.00 7.50 8.00 8.50 9.00 9.do 


Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


726818.D 


Thu May 12 16:06:02 2011 


Page 1 


Folk OIG PRR_048979 


















